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Steel Plant Construction, 

‘RWW Calbe (Eisenhiittenkonbinat 
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WIS DOCUMENT CONTAINS INFORMATION AFFECTING THE NATIONAL DEFENSE) 
OF THE UNITED STATES, WITHIN THE MEANING OF TITLE 10, SECTIONS 793 
AND 704, OF THE U.B. CODE, AS AMENDED. ITS TRANSMISSION OR REVE- 
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“THis 18 UNEVALUATED INFORMATION 


Building Gompletion Plans: Building Year 1953 
Buiiding Firm 


Left. over fron the Building Year 1952 


Mixing: Hall complex 
Vesting laboratory It 


Granulating station (steel construction) 


" furnace battery 1 & 2 


_ Split bunker 1 (Schlitzbunker) 


Three-track unloading station 
Raw water line 

Pressure-raising station 

Sewage lift station 

Sewage line 

sprinkler & settling basin 
Blower House II 

Auxiliary Station II 
Disintegrator plant 

Intermediate pumping station 
Main pump house 

Transformer station (main pump house) 
Laboratory reconstruction 
Reconstruction furnace workshop 
2 Washrooms 

Mess hall 

Polyclinic end section 

Settling basin for gas washwater 
Firehouse 

Apprenticest quarters 
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DATE DISTR. / MA REY 
NO. OF PAGES 3 
NO. OF ENCLS. 


SUPP, TO 
REPORT NO. 


Value in 
1000 DM-East 


BUG Stahlb. Magdeburg 2,112 
140 
Becherwerke 57 
BUC 540 
BUG 1,428 
BUG WT) 
Buc 220 
KBB 76 
Fa. Schneider u5 
BUC 73 
KBB 305 
BUC 240 
BUC 65 
BUG 436.6 
BUG 50 
Bue 60 
KBB 105 
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1000 DM-Kast 
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aPa 
Building Year 1953 Building Firm 
Pustiging Year 1953 7 


Lower blast furnace foundation, BUC 
furnaces 11-15 
Air heater foundation, furnaces 


21-30 - BUC 
Washer foundation, 1-LII to 4-I1t _ Bue 
Disintegrator roofing & BUC 
intermediate pump house 
Blower house 3 Buc 

_ Smokestacks 5 & 6 \ BUC & BUM 


Dust separator foundation BUC 

Flue gas duct BUC & BUM 
Flue gas line foundation BUC 

Clean gas line foundation BUC 

Cold air line foundation BUG 

Hot air line foundation BUC 
Hurdle-type serubber & 

disintegrator foundation 

for furnace group 1 

Auxiliary station 3 


Cable duct BUC 

Power plant building for 

furnace groups 1 & 2 . BUC 

Intermediate Oxygen station, 

furnace group 3 BUG 

Charging platform & cupola, lower- 

furnaces 11-15 Staglb. Magdeburg 
Casting house 2 complex BUC, Stahl. Magd, 
Lime milk treating & sprinkler 

station BUC 

Testing laboratory 3 BUC, Stahl. Maga, 


lley line Stahlb.:Niesky, 
a : Fa. Gresse, BUC 
Convey 


on Installation for 
ore; lime, ete., delivery 
Platform. 2. ABUS Leipzig 
Belivery platform 2 BUC, Stahlb. Magd. 
Conveyor installation . 
for wet slag = BUC, Stahlb. Magd, 
Bunker installation 2, first Section BUC 


Split bunker 2 BUG 
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86 


(each) 


44.5 (each) 
54.5 {each) 
601 


1,100 
2,500 


(each) 
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Value in 
Building Year 1953 » «= Buliding Birm 1000 DM-~Hast 
Cooling tower 1... BUOY BY Leipzig ies apg 
‘Double cooling tower BUC, BU Leipzig 250 
Regulator. installation. oe, nd Pre os 
foundation. . BUG 173 
Extension: of erane raiiway .:.. ~~ BUC 10 
‘Saale port, ist section oo Bee () 1,800: ., 
Heating’ instalistion .. : .-.... BUB.. Be 240: 
Raw water. line,. construction BUB:. ites 125 
Drinking water. Line. ..: BUB 53 
Sewage and rainwater line ee BUB ra 30 
Ring. line for furnace ie BUB payable] 
Water run-off: line. S ae BUB 
Rainwater line oe BUB 10 
Enlarging: exhauster. house a BUB : 34 
Two. gatekeeperts houses. . : BUB oo 104 
River police annex ..  BUB 
Company dwelling houses : BUB 623 
Barracks for outside employees BUB 354 
Storehouse for outside employees BUB 64 
BUG barracks , BUB . 
Fence around plant. BUB 349 
Reception. rooms for autobus 7 
visitors... BUB 24 
Motoreyele parking piace aa BUB 79 
Sports:facilities. =. BUG 66 
Bulk treating building .) BUG 143 
Enlarging main.pump house ~ Bue 314 
Wash house 3 : BUC 1,600 
Magazine ix. Bue 305 402 
Enlarging: stene shades. _ BUC 178 
Medical station - Bue B 20 
tea women! quarters . BUC 2 74 560 
: ts BUC 20 
' rest rooms NG: 
ehe ; BUC 60 
Ghareine station Buc 6 
Childrents day nursery : BUC 256 
Shildrents cribs BUG. oe i79 
nobel Laan party schaol BUC 12 
BUC, signifies Beu-Union Galbe LG if 
BUBB). ok - N pitterfeld ‘ 
KBB q Kreisbaubetrieb Bernburg 
Stahlb.Magdb. .~ Stahlbau Magdeburg 
~ end.~ 
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